















TRANSMITTAL SUP 


25 June 1968 



After further consideration, 
Mr. Blake decided that it would be 
best not to send a copy of the attached 
letter to Mr. Hope, the District 
Engineer. 

We, therefore, retyped the 
letter and I recommend your 
signature. 
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FORM NO 

1 FEB 55 


REPLACES FORM 36-8 
WHICH MAY BE USED. 











